From "America's Munitions"

THE  CHLORPICRIN   PLANT AT  THE   EDGE WOOD  ARSENAL

From these stills, filled with a mixture of bleaching powder, lime, and picric acid, the poisonous gas, chlorpicrin, distills off.
This plant produced 31 tons in one day
{To face p. 234.